FROM THE INFORMATION OFFICE 
Vie -0131 Local 140 


PRESS MEMO GERALD WRIGHT DIRECTOR 


METROPOLITAN YMCA 
OF MONTREAL 


SIR GEORGE WILLIAMS 
UNIVERSITY AND SCHOOLS 


FOR YOUR INFORMATION: 


J. P. PETOLAS, ASSISTANT PRINCIPAL AND 
FIRE MARSHALL OF THE UNIVERSITY, WOULD 
LIKE TO-ADVISE THE PRESS THAT A FIRE 
DRILL WILL BE HELD IN THE UNIVERSITY 
BUILDINGS ON THE NIGHT OF JUNE 1I9TH. 
1T WILL BE A TOTAL EVACUATION DRILL, 
'DUMPING' SOME 2500 STUDENTS ONTO STANLEY 
AND DRUMMOND STREETS FOR A FEW MINUTES. 
WE TRUST THIS ADVISEMENT WILL SAVE YOU 


THE INCONVENIENCE OF ERRONEOUS REPORTS. 


